92       DOCKETED ITEMS
8503190124 Forwards Insp Repts 50-315/84-23 & 50-316/84-25 on 841222-850211 & notice of violation.
SHAFER.W.D. Region 3, Office of Director. 85/02/27. DOLAN.J.E. American Electric Power Service Corp. DOLANJ.E. Indiana & Michigan Electric Co. 2pp. 29446:055-29446:068.
-8503190127 Notice of violation from insp on 841222-850211, SHAFER.W.D. Region 3, Office of Director. 85/02/27.1p. 29446:057-29446:057.
-8503190133 Insp Repts 50-315/84-23 & 50-316/84-25 on 841222-850211. Noncom-pliance noted:repetitive failure to collect & analyze compensatory grab samples in required time limit. WRIGHT.G.C. Region 3, Office of Director. 85/02/27. 11pp. 29446:058-29446:068.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list end.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04 Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010. "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Ernerg
_____.....___ _____: of Emergency Preparedness &. Engineering Response (Post
830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect," Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260265 Forwards rev to Insp Repts 50-315/84-23 & 50-316/84-25. 5HAPER w D Region 3, Office of Director. 85/03/20. DOLAN.J.E. Indiana & Michigan Electric Co. DOLAN.J.E. American Electric Power Service Corp. 8pp. 29503:267-29503:271.
-8503260273 Rev to Insp Repts 50-315/84-23 & 50-316/84-25.
*  Region 3, Office of Director. 85/03/20. 3pp. 29503:269-29503:271.
R. Periodic operating reports & related correspondence
8503180546 Monthly operating rept for Jan 1985.W/850208 Itr. CLIMER, BRUCK.DA, SMITH.W.G. Indiana & Michigan Electric Co. 85/01/31. 14pp. 29420:270-29420:283.
8503130273 Forwards "Semiannual Radioactive Effluent Release Rept," Ju!-Dec 1984.Analysis results for Sr-89,Sr-90 & Fe-55 not availabie.Data will be included in next rept
ALEXICH.M.P. Indiana & Michigan Electric Co. 85/03/01. KEPPLER.J.G. Region 3, Office of Director. 1p. 29331:189-29332:227.
-8503130280 "Semiannual Radioactive Effluent Release Rept," Jul-Dec 1984.
*  Indiana & Michigan Electric Co. 84/12/31. 398pp. 29331:190-29332:227.
S. Reportabfe occurrences, LERs & related correspondence
8503060600 LER 8S-003-00:on 850126,while in Mode 1,reactor tripped. Caused by failure of vita! bus 111 inverter.lnverter repaired. Accelerated testing program implemented.W/850225 Itr.
BLIND.AA, SMITH.W.G. Indiana & Michigan Electric Co. 85/02/25. 3pp. 29247:262-29247:264.
8503070208 LER 85-004-00:on 850125.RCS loop 2 cold leg temp found not environmentally qualified.On 850126,unit trip occurred. Caused by unrelated component failure.Loop replaced w/qualified spare.W/850226 Itr.
BLIND.AA, SMITH.W.G. Indiana & Michigan Electric Co. 85/02/26. 4pp. 29267:213-29267:216,
8503130094 LER 85-005-00:on 850130,Train B battery declared inoperable. Caused by unacceptable gravity reading in cell.Operable battery cross-tied w/Train B battery. WILLIAMS.N.C.,   SMITH.W.G.  Indiana  &   Michigan   Electric  Co.   85/03/01.   3pp. 29366:186-29366:188.
8503150444 LER 85-006-00:on 850204,8-inch by 16-inch opening found in wall in Quadrant 1 of reactor cable tunnel.constituting inoperable fire barrier.Opening believed to have existed since initial plant constOpening repaired.W/850306 Itr. STIETZEL.J.F.,   SMITH.W.G.   Indiana   &   Michigan   Electric  Co.   85/03/06.   7pp. 29392:329-29392:335.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boyeri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1
F. Security, medical, emergency & fire protection plans
8503060507 Revised emergency plan implementing procedures.including Rev 9 to ERPIP 4.1.5, "Radiation Protection Director," Rev 10 to ERPIP 4.1.17, "Security Team" & Rev 9 to ERPIP 4.8.1, "Emergency Work Permit."
*  Baltimore Gas & Electric Co. 85/02/06. 15pp. 29237:037-29237:050.
8503140029 Forwards Insp Repts 50-317/85-01 & 50-318/85-01 on 841218- 850122 & notice of violation.Response to violation re failure to barricade & post high radiation area requested.
WENZINGER.E. Region 1, Office of Director. 85/02/25. LUNDVALL.A. Baltimore Gas & Electric Co. 2pp. 29381:124-29381:138.
-8503140035 Insp Repts 50-317/85-01 & 50-318/85-01 on 841218-850122. Violations noted:failure to barricade or post high radiation area.
FOLEYT., TRIMBLE.D., ELSASSER.T. Region 1, Office of Director. 85/02/22. 12pp 29381:127-29381:138.
8503060486 Revised emergency response plan implementation procedures, canceling ERPIP 4.9. "Recovery." ERPIP 4.9.1. "Recovery & Restoration" & ERPIP 4.9.2, "Long-Term Recovery."
*  Baltimore Gas & Electric Co. 85/02/27. Record Services Branch (Document Control Desk). 2pp. 29239:255-29239:256.
8503060578 Rev 9 to Emergency Response Plan Implementing Procedure ERPIP 4.1.9, "Emergency Ctr Monitoring."
*  Baltimore Gas & Electric Co. 85/02/28. 4pp. 29239:217-29239:222.
8503180220 Revised emergency plan implementing procedures.including Rev 9 to ERPIP 4.1.3. "Technical Support Ctr Roster" & Rev 9 to ERPIP 4.1.4, ^'Operational Support Ctr Roster."
*  Baltimore Gas & Electric Co. 85/03/07. 7pp. 29386:148-29386:154.
8503270091 Forwards Amends 101 & 83 to Licenses DPR-53 & DPR-83, respectively & safety evaluation.Amends change Tech Specs to revise surveillance requirements for switchgear room Halon & cable spreading room total flood Halon fire suppression sys JAFFE.D.H. Operating Reactors Branch 3. 85/03/07. LUNDVALL.A.E. Baltimore Gas & Electric Co. 2pp. 29541:054-29541:067.
-8503270099 Amends 101 & 83 to Licenses DPR-53 & DPR-69,respectively, changing Tech Specs to revise surveillance requirements for switchgear room Halon & cable spreading room total flood Halon fire suppression sys. MILLER.J.R. Operating Reactors Branch 3. 85/03/07. 10pp. 29541:056-29541:065.
-8503270109 Safety evaluation supporting Amends 101 & 83 to Licenses DPR-53 & DPR-69,respectively.
*   Office  of   Nuclear   Reactor   Regulation,  Director.   85/03/07.   2pp.  29541:066-29541:067.
8503210279 Forwards "In-Progress Audit Rept of Detailed Control Room Design Review Being Conducted by BG&E.Calvert Cliffs Nuclear Power Plants.Units 1 & 2.'f Licensee review on course to satisfy requirements of Suppl 1 to NUREG-0737. WiLLER..i.li. Osorating Reactors Branch 3. 85/03/08. LUNDVALL.A.E. Baltimore Gas & Electric Co. 3pp. 29479:312-29479:341.
8503280634 Forwards Insp Repts 50-317/85-02 & 50-318/85-02 on 850122-0219.No violations noted.
WENZINGER.E.C. Region 1. Office of Director. 85/03/15. LUNDVALL.A.E. Baltimore Gas & Electric Co. 2pp. 29554:251-29554:265.
-8503280640 Insp Repts 50-317/85-02 & 50-318/85-02 on 850122-0219.No violation noted.Major areas inspected:plant operations.lE bulletins.radiation protection.physical security & accessible parts of plant structures.
FOLEY.T., TRIMBLE.D.C,, ELSASSER.T.C. Region 1, Office of Director. 85/03/18. 13pp. 29554:253-29554:265.
8503260065 Requests two complete updated sets of emergency plans & implementing procedures.Info needed to complete development of internal control sys for maintaining current licensee emergency plans & procedures. HARPSTER.T.L Region 1, Office of Director. 85/03/19. LUNDVALL.A.E. Baltimore Gas & Electric Co. 2pp. 29503:001-29503:002.
P. Operating license stage documents & correspondence
8503050561 Forwards safety evaluation re post-accident sampling sys (PASS).PASS acceptable.per NUREG-0737 TMI Item II B.3.
MILLER.J.R. Operating Reactors Branch 3. 85/02/12. LUNDVALL.A.E. Baltimore Gas & Electric Co. 7pp. 29245:336-29245:342.
8503070282 Forwards Amends 99 & 81 to Licenses DPR-53 & DPR-69, respectively & safety evaluation.Amends revise Tech Specs to provide limiting conditions for operation & surveillance requirements for listed NUREG-0737 items. JAFFE.D.H. Operating Reactors Branch 3. 85/02/22. LUNDVALL.A.E. Baltimore Gas & Electric Co. 3pp. 29269:307-29269:309.
-8503070300 Amends 99 & 81 to Licenses DPR-53 & DPR-69,respectively, revising Tech Specs to provide limiting conditions for operation & surveillance requirements for NUREG-0737 items. MILLER.J.R. Operating Reactors Branch 3. 85/02/22. 36pp. 29269:310-29269:345.
-8503070304 Safety evaluation supporting Amends 99  & 81 to Licenses DPR-53 & DPR-eg.respectjvely.
*   Office  of  Nuclear  Reactor   Regulation,   Director.   85/02/22.   3pp,  29269*346-
29269:348.                                                                                                KK, Office of Director. 3pp. 29275:160-29275:162.Michigan Electric Co. 2pp. 29446-055-29446:068. 2pp. 29423:225-29424:279.
